Teletype Corporation 
Skokie, Illinois, U.S.A. 


= INSTRUCTIONS FOR INSTALLING THE MODIFICATION KITS 
306726 THROUGH 306730 , 306986 AND 306987 TO CONVERT 
BELL SYSTEM STUNT BOXES FOR USE WITH MODEL 28 8383 
TYPING UNITS (LP) 


The chart below pertains to Bell System only 


CONVERT FROM TYPING UNIT 


RESULTANT TYPING UNIT 


BELL CODE | TELETYPE CODE 


BELL CODE TELETYPE CODE 


LPISRX/AR 


BAF LPL18RX/AJM. 


LPASRX7AFG LPTIERX/AJM 
LP92RX/AHD LPIT9RX/AJN 
LPTSRX/AN, LPTT8RX/AJM 
LPTSRX/AN. LPI21RX/AJQ 


AR to AJM (154944 to 199509) 


y ‘AR to AJN (154944 to 199511) 

‘AR to AJQ (154944 to 199513) 
‘AFG to AJM (162296 to 199509 
‘AHD to AJN (176487 to 199511) 
‘AN to AJM (152810 to 199509) 
AN to AJQ (152810 to 199513) 

1, GENERAL 

a. The 306726 through 306730, 306986 and 306987 modification kits convert stunt 
boxes as shown in the above chart. 
y b. These kits contain all the parts, when used with existing parts, necessary to 


convert the existing stunt box to the stunt box described in each modification kit title. 
(See charts 1 through 7). 


c. The contents of the kits are shown on the check list found with each modification kit . 


d. The kits covered in this specification are to be used with the 306721 through 

306725, 306984, and 306985 modification kits (covered in Teletype Specification 503688) 

/ which convert page printers for use in the 8383 Selective Calling System as shown on the 
chart on Page 1. 


e. For parts ordering information refer to Teletype Mode! 28 Ports Bulletin 1149B. 


Printed in U.S.A. 


503665 
2. INSTALLATION 
. Figure | shows typical assembly of shift slide ond the parts in the stunt box slot. 


b. Charts 1 through 7 contain the information necessary to make the conversion given 
in their title, Use the Charts as follows: 


(1). The parts in the remove column are either to be discarded or if followed by 
a number in brackets to be relocated in that number slot. 


(2) The parts in the add column are either new parts in the kits or if followed by 
‘a number in parentheses taken from that number slot. 


(3) The appropriate springs and wicks, shown on Figure 1, must be used in the 
assembly of the stunt box. 


(4) If no mention is made for the removal of @ part, it is to be left on the stunt 
box. The only exception to this is the mounting and wiring of the stunt box contacts. The 
contacts are to be assembled and wired to the stunt box as shown on the wiring diagram 
included with each kit. If the wiring diagram does not show the contact assembly being 
used on the old stunt box, contact assembly and cable should be discarded. 


(5) To facilitate the stunt box conversion the selector magnet leads and typing 
unit connector should be disconnected from the typing unit and kept with the stunt box. 


(6) When re-installing the cable assemblies to the typing units and stunt boxes, 
tie the cable to the stunt box handle ond reclamp to the printer side frame. 


3. ADJUSTMENTS AND LUBRICATION 


a. For standard adjustments and lubrication procedure of related equipment refer to 
Teletype Mode! 28 Bulletin 2178 (Bell System refer to standard information) 


b. Test the converted stunt boxes for proper functi 
individual requirements. 


in accordance with their 


TYPICAL STUNT BOX SLOT 


“Typical Lever 


Pr, (UF 


on ‘Typical Loteh or Plate 
ie 


<A 
1350s SQp 
Ad ——155933, 


‘Typical Function Bor 


“Typical Slides 


‘These port numbers are shown on 
the individual stunt box charts 


TYPICAL SLIDE ASSEMBLY 


TYPICAL ASSEMBLY OF SHIFT SLIDE AND PARTS IN STUNT BOX SLOTS. 


Figure 1. 


CHART 1 


/ERSION CHART FOR 306726 


Kit 


TO CONVERT AR STUNT BOX TO AJM STUNT BOX 


indicates Slot Relocated to 


() Indicates Slot Token From 
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NOTES: 


Ve See Fig. 1 for typical omembly of shift 
slides and ports in stunt box slats. 


2. Use 152659 Pow 


in oll occupied slots. 


31 Slot 1S-ode shit slide sembly wig 


155946 Slise. 


4. Use 1S7Z74 Function Powl Clips on Slots 
10,20,21,22,23,24,25. These slots ore to 
bbe equipped fa the field with 153440 


cattoner requirements. 
45. atoll 163146 Univ. Contacts Med. Kit 
per 5804S Specification. 


4. Assenible & wire the contacts to the stunt 
tox per 7020WD which 


included in the 


7. all 155077 Shoft on slots 8 & 31 
Fonction Levers. 

8, Install 152357 Shed toward slot on slot 
38 Function Lever 

9. Replace screw stomped AR with screw 
stomped AJM 


chart 2 


Ki 


CONVERSION CHART FOR 306727 MOD, KIT 
TO.CONVERT AR STUNT 8OX TO AJN STUNT BOX 


Cdicates relocated to 


() Indicates Slt Token From 


TESTS 


1526790CHOV) 


155112 Sel. 


155121 SelV 


TSS668UF 8) 


155128 Sel. Oh 


155915 Sel UF 


135124 Sel. Y 


155208 sel. ma 


Tsai (2a) 


TSES19 Sel, UTR 


152661 


155218 sel 


TsSISTPUCD 


TSSIS4PUCZ 


NOTES: 
Ty. See Figs I for typical osembly of shift 6 
ides end parts in stunt box slots. 
2. Uwe 152685 Powls, inal cup 
3. Slot 15-Ade shift slide oxsembly ening 
55946 Slide. 8 
4, Assemble and wite the contact awembly to 
the stunt box pet 7OZOWD which i incladed 
inthe kits 
‘5. Intall the 155077 Shaft an slots 8 & 31 
Function Levers. . 


stomped 
Install 152257 Stud towerd Slot on 
Slot 38 Function Lever 

Use 157274 Clip on Slots 10,20, 
23,24, & 25. These slots ere to be 
teavipped in the field with 153440 
Fonction Bore, coded to cutomer require 
mente. 

Intell 163146 Modification Kits Unive 
Contacts per 5804S Specification. 


CHART 3 so36ss 


NVERSI E De 
TO CONVERT AR STUNT 8OX TO AJQ STUNT BOX 


CJ Indicates relocated to () Indicates Slot Taken From 


TSsIaP-cR 


NOTES: 

1. See Fig. 1 for typical exembly of shift 5. Use 157274 Function Pow! clipe on slots 
slides ond parts in stunt box slots. 20,21,24, & 25. These slots ore to be 

2. Use 152653 Powis in all occupied slots. ‘equipped with 153440 Function Bors coded 


a sting contact auembly per 7021WD 


this kt 


to customer requirements. 

6. Install 154669 Shaft on slots 8 & 29 
Function Levers. 

7. Use 195960 Spring in Slots 12 & 19. 


4 


066s 


cHanr 4 
CONVERSION CHART FOR 306729 MOD. KIT 
TO CONVERT AFG STUNT BOX TO AJM STUNT BOX 
indicates Slot Relocated to () Indicates Slot Token From 


15266006) | _152667CR 
154613(12 [155121 sel.vG 


Tee 
132121, 


155121 Sel. V 
1526408) Ts2eea 


TS Sel 


Taiz TSS Sal 
152296 152089 

157207010) | 154613003) 

157206(01) | _154613¢28) 


NOTE: 

1. See Fig. 1 for typical cxsembly of shift 5. Auenble & wive the contacts to the 
Slides ond ports in stunt box slots. stunt box per 7O20WD vehich is included 

2. Use 152653 Powis in ll occupied slots. fn the kits 

3, Slots 28 & 29 remove slide onembly with 4S. Inca 155077 Rod on slots 8 & 31. 
162298 Slide. 7. Replace screw stomped AFG with serew 

4. Use 157274 Function Powel Clips an slots stomped AIM. 


10,20,21,22,23,24,25. These slots oe 
to be equipped in the Field with 153440 
function bors coded in accordance with 
cexstoner requirements. 


CHARTS 0366s 


CONVERSION CHART FOR 306730 MOD. KIT 
‘TO CONVERT AHD STUNT SOX TO AJN STUNT BOX 


Clindicotes Slot Relocated to (Indicates Slot Token From 


154613012) 

154613009) 

154613028) 
154613 


T5A6Ta(o)_| TSRETIUCHEST 
T52600(34) | 152665.TROH) 


Ty. See Fig. I for typical anembly of shift Asiomble & wire the contacts tothe stunt 
slides and pots in stunt box slots. box per 7O20WD which is included in the 
2. Use 152853 Powis in all occupied slots. 5 
3. Slots 27,28,29,30 & 31 omit shift elie 4. estll the 155077 Red on Slots 8 & 31 
_~ ‘auembly ving 162298 Slides. Function Levers. 
Use 157274 Function Pow Clips on Slats 10, 7 Replace screw sfomped AHD with screw 
y 20,21,22,28,24, & 25. These slot oe stomped AUN. 


be equipped inthe Field with 153440 
Fonction Bors coded in accordance with 
customer requirements. 


CONVERSION CHART FOR 206986 MOD, KIT; 
‘TO CONVERT AN STUNT BOX TO AIM STUNT BOX 


Clindicotes Slot Relocated to () Indicates Slot Token From 


152840115), 
154619(28) | 155121 Sel 
T5as13(1) | 1526730CH) 
152660006) 


Ts26ai(is)_ | 152660(25) 


Taxa | 15019 | VSSN12 Sal 
1s2290(16) | 152089(14) | 155121 Sel. V 
752641(16) | 152660(27) | 1S2666UF(1H) 
134613] 155128 Sel. 
Ts200W(28) | 155975 Sel. UF 
15206H(6) | 155150 Sel. W 


TssaT3 Sel. UT 
155218 Sel. MO 


NOTES: 
1a. See Fig. 1 for typicol omambly of shift ‘Auenble & wire the contacts tothe 
slides and ports In unt box slots. ‘unt box per O20WD vehich Is included 
2. Use 152659 Powls in all occupied slots, inthe ite 
3. Slots 8 & 9 remove slide exsenbly with 6. Install 155077 Rod on Slots 8 & 31. 
155941 Slide. 7. Reploce screw stomped AN with screw 
4, Use 157274 Function Pow Clipe on Slots stomped AIM, 
10,20,21,22,23,24, & 25. These slots ore «8. Slot 14 & 15 replace 155908 Slide with 
tobe equipped in the Feld with 159440 155946 Slide. 
Function’Bare coded in accordance wi = Insel 163148 Mod. Kits Univ. Contacts 


cestone requirements er 5804S Specification. 
10, indall 152375 Stud toward Slot I on 
Slot 38 Function Lever. 


Haat 7 CONVERSION CHART FOR 206967 MOD, KIT; 
TO CONVERT AN STUNT 8OX TO AJQ STUNT BOX 
indicates Slot Relocated to (.) Indicates Slot Token from 
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NOTES: 
1. See Fig. 1 for typical onembly of shift 5. Us 157274 Function Powl Clips on slots 
slides and ports in stnt box slots. 20,21,24, 8 25. These slots ore fo be 
2. Um 152555 Powls in oll occupied slots. ‘tipped with 153440 Function Bor 
3. Wire contact anamblies per 7021WD which Coded to customer requirements. 
ded with thie kit 45. nall 154669 Shaft on Slots 8 & 29 
4. Replace serew stomped AN with screw Fonction Levers. 
stomped AJQ. 7. Use 195980 Spring in Slots 12 8 19. 


8. Remove shift anemblies ot Slot 14 
8 15 ond Slots 8&9. 


